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for insertion in the 
’s issue are accepted up to First 


THE CHARGE for advertisements in this section 
is 2/- per line (approx. 8 words) per insertion, 
minimum 2 lines rh or for display <reertinaments 
30/- per inch, with a minimum of one inch. Where 
the advertisement includes a Box Number there is 
an additional charge of 6d. for postage of replies. 
SITUATIONS WANTED.—Three _ insertions 
under this heading can be obtained for the price of 
two if ordered and prepaid with the first insertion. 


ELECTRICAL REVIEW 


post on 
y, at Dorset House, Stamford Street, London, . 


Original testimonials should not be sent with applications for employment. 
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REPLIES TO advertisements published under a 
Box Number if not to be delivered to any particular 
firm or individual should be acco’ mpanied by instruc- 

tions to this effect, addressed to Manager of the 
ELECTRICAL REVIEW. Letters of applicants in 
such cases cannot be returned to them. The name 
of an advertiser using a Box Number will not be 
disclosed. All — to Box Numbers should be 
addressed to the Box Number in the advertisement, 
c/o ELECTRICAL REVIEW, Dorset House, Stam-_ 
ford Street, London, S.E.1. Cheques and Postal 
Orders should be made os ge to ELECTRICAL 
REVIEW LTD. and crossed. 


OFFICIAL NOTICES 
TENDERS, ETC. 


CITY OF SALISBURY, SOUTHERN RHODESIA 
Cables and Accessories 


I[PENDERS are invited for the supply, delivery and 
erection of the cables and accessories required for 
the equipment, in accordance with the City Council’s 
Specification, of the power station now under construction 
at Salisbury. 

One copy of the Specification may be obtained from 
the Consulting Engineers, Messrs. Merz & McLellan, 32, 
Victoria Street, London, S.W.1, on or after 2nd Novem- 
_ber, 1942, on payment to them ‘of a fee of £5 5s. 

Additional copies of the Specification may be obtained 
from the Consu:ting Engineers in London on payment of 
£2 2s. for each such additional copy. 

Sums paid on any number of copies up to four will be 
rehantedt on receipt of a bona fide tender. 

Tenderers are requested to note that issue of a Certi- 
ficate of Essentiality for the above plant and equipment 
is assured by the Southern Rhodesia Ministry for Co- 
Ordination of Supplies. 

Sealed tenders with all relative documents endorsed to 
indicate the item to which they relate must be delivered 
in triplicate as follows: 

(1) Two soles of the original tender and documents 
to the Official Secretary, Office of the High Com- 
missioner for Southern Rhodesia, Rhodesia House, 
429, Strand, London, W.C.2, not later than 
Monday, 30th November, 1942. 

(2) ba duplicate tender and documents to Messrs. 

Merz & McLellan, 32, Victoria Street, London, 
S.W.1, not later than 24 hours after deposit of 
the original gee and documents with the High 
Commissione: 

The Council do pa ‘pind themselves to accept the lowest 
or any tender. om 


CITY OF MANCHESTER 
Electricity Department 


I[ENDERS are invited for the supply and erection of: 


HIGH-PRESSURE STEAM PIPEWORK, 
VALVES, ETC., FOR BOILERS 
(Specification No. 782). 

Specification, etc., from Mr. H. C. Lamb, Chief 
Engineer and ager, "Electricity Department, Town 
Hall, Manchester, 2, on payment of a fee of one guinea, 
be amount will be refunded on receipt of a bona fide 
ender, 

Tenders to be delivered by 10 a.m. on Tuesday, 10th 
November, 1942. R.H 


ADCOCK, 
Town Clerk. 
24th October, 1942. 
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SITUATIONS VACANT 


PARTRIDGE, WILSON & COMPANY, LTD. 


Appointment of Transformer Designer and 
Departmental Manager 


APPLICATIONS are invited from suitably qualified 
engineers, who do not exceed 38 years of age. 
Candidates must have had considerable experience in 
transformer design, covering the smaller sizes of air- 
cooled and oil-cooled transformers up to 50 kVA, together 
with high-voltage instruments and radio transformers and 
chokes. It is further essential that this experience, both 
in design and manufacture, should have been of a prac- 
tical works nature. 

Applicants are to be Associate Members or Associates 
of the I.E.E., preferably with B.Sc. degree. It_is 
essential that they should have an energetic disposition 
and be prepared to work long hours. 

The salary of the above post, which is not of a war- 
time nature, but may be considered as a permanency, will 
be determined between the figures of £600 and £1,000 

per annum, calculated upon experience, qualifications and 
p ity. 

Applications, -stating age we personal particulars, 
should be addressed to—The Secretary, Partridge, Wilson 
& Co. Ltd., Davenset Works, Evington Valley Road, 
Leicester. 2667 


CITY OF LEICESTER EDUCATION COMMITTEE 


College of Technology and Commerce 
(Principal : L. W. Kershaw, B.Sc., A.M.Inst.C.E., F.G.S.) 


REQUIRED immediately: a Lecturer in Mechanical 
Engineering with some knowledge of Electrical or 
Automobile Engineering. 

Applicants should have had 200d Works experience 
and should possess a degree in E: ing or eq’ 
qualification. 

The position is a full-time one with salary according 
to the Burnham Technical Scale, plus war bonus, with 
additional increments for industrial experience and special 
qualifications. 

Applications, stating age, places of education, training, 
and industrial experience, accom- 
pan by names of three referees, should be sub- 
mitted to the Principal not later than the 7th November, 


H. S. MAGNAY, 
Director of Education. 
Education Department, 


Newarke Street, Leicester. 
19th October, 1942. 
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= to Chief of Test Department required by 
leading radio manufacturer engaged on electrical 
equipment for Government contracts. Applicants must 
be good all-round technicians with an experience of up- 
to-date radio practice and manufacturing technique. 
Familiarity with Government inspection procedure 
standards essential. Write, giving details of experience 
and state age and salary expected, to—Box 2663, c/o 
The Electrical Review. 
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CITY OF NORWICH ELECTRICITY DEPARTMENT 
Appointment of Mechanical Maintenance Engineer 


A vacancy exists in the Thorpe Power Station of the 
Norwich Corporation Electricity Department for a 
qualified Mechanical 4 enance Engineer, at a salary 
commencing on Grade 8, Class H, and rising after two 
years’ satisfactory service to Grade 7, Class H, of the 
N.J.B. Schedule of Salaries. 

Applicants should have had a thorough training and 
experience in the mechanical maintenance of all machinery 
in a modern power station containing high pressure plant, 
telphers and drag scrapers, and should have suitable 
professional qualification. 

The appointment will be subject to the provisions ef 
the Local Government Superannuation Act, 1937, and 
the successful candidate will be required to pass a medical 
examination. 

Applications, stating age, education, qualifications and 
nan sarge should be addressed to the City Electrical 
Engineer, 4, Duke Street, Norwich, = received not later 
than Monday, the 14th December, 1942. nee 


UYER, with extensive experience in light electrical 
and metal markets, required by Yorkshire firm in 
engineering and electrical component. trades. Write, 
stating previous employment, experience, age and salary, 
to—Box 2669, c/o The Electrical Review. 
RAUGHTSMAN (designer) with first-rate experience 
in oil circuit pace gl design. Capable of making 
all calculations and tak ing full responsibility for breakers 
up to 11,000 volts. pply in writing, stating age, 
experience and salary required, to 
Office, 145, St. Vincent Street, Glasgo 
LECTRICAL Engineer required "4 ‘large London elec- 
trical contractor, with wide and successful experience 
estimating and supervising Government and private con- 
tracts for wiring and equipment of buildings. Appoint- 
ment is superannuable. required, a Junior Assistant. 
Write, stating age, fullest particulars of experience and 
required, to—Box 2648, c/o The Electrical Review. 
LECTRICAL manufacturing firm requires Boy Ap- 
prentices between the ages of fourteen and seventeen 
for their two works situate in the West of England and 
North Kent. The boys will be accommodated in specially 
built hostels under the control of matrons. Educational 
facilities will be available. For further particulars apply 
to—Box 2631, c/o The Electrical Review. 
Pst -class man of wide experience required as second 
in charge in Electrical Engineering Works in 
Lancashire, by firm engaged on Government sub-contract 
as machinists of small components, and whose business 
also comprises general electrical repairs, manufacture of 
electrical equipment, armature winding and electric motor 
age, qualifications, training, 
uired to—Box 2675, c/o The 


ARGE Enginceting Works in West London requires 
Assistant Purchasing Manager. The company has 
subsidiary factories in various outlying districts and is 
engaged entirely on Government contract work. Only 
hose with experience, initiative and willing to work long 
hours if necessary should apply. salary for the 
right man.—Box 2660, c/o The Electrical Review. 
PRICING Clerk required by London electrical contrac- 
ph. tors, with experience in the preparation of wiring 
Write, stating age, experience and 
em me ‘to—Box 2649, c/o The Electrical Review. 
HYSICIST or Electrical Engineer wanted for research 
laboratory near London. Degree essential. In reply 
state age and qualifications. Salary £250.83 ~£350,—-Box 2659, 
c/o Electrical Review 
R= ESENTATIVE covering Scotland, for 
Conduit Fittings. Applicants = have connection 
with leading wholesalers tate previous experience, 
remuneration required. Box 2627, Mle The Electrical 
Review. 
GENIOR Clerks required for district, offices of rural 
Electricity Supply Undertaking. Applicants must be 
experienced and able to deal efficiently with consumers’ 
accounts, store-accounting and costing.—Box 8297, c/o 
The Electrical Review. 
GTOREKEEPER required by contractors in Midlands. 
Must have good knowledge of electrical ——. 
Partly disabled man would fill position. Full 


experience, salary references. —Bo: 
The Electrical Review. x 8203, 
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FRzCUIRED to take charge of research laboratory of 
progressive company in West of England, at present 
engaged on essential war production, experienced and 
qualified Physicist. Knowledge of electrical engineering 
desirable, particularly as applied to plastics, synthetic 
resin and moulding material. General works experience 
of manufacturing processes desirable though not essential. 
Successful applicant would be required to work under 
direct supervision of managing director and in close 
collaboration with production manager. Permanent and 
progressive opportunity for man of initiative and energy. 
Applications, giving full details of education, qualifications, 

and salary required, write—Box 


HE Electro Dynamic Construction Company Limited, 

Bridgwater, Somerset, requires an assistant with 
technical knowledge for helping in the publication of a 
technical magazine. State salary and particulars 
experience. 2666 

ANTED, Storekeeper for Electrical Wholesalers. 

Permanency. Must be experienced and exempt from 
ee ge! service. Write—Coventry Electrical Appliances 

i Kenilworth Road, Coventry 2679 
LESALE Trade Counter required, must 

have ge of electrical accessories 
and the Tike. Apply in “writing, stating age and experience 

taff Manager, Sun Electrical Co., Ltd., ae 
Charing Cross Rd., W.C. , 


SITUATIONS WANTED 


DVERTISER, Head Erector-Fitter, 20 years’ experi- 
ence manufacture high and low tension switchgear, 
a. an for duration.— Box 8307, c/o The Electrical 


Engineer, A.M.I.E.E., seeks executive 
appointment as outside representative, age 48 years. 
—Box 8251, c/o The Electrical Review. 
LECTRICAL Engineer (Higher National Certificate) 
seeks change, 15 years’ experience, power and light- 
ing installations, Birmingham district.—Box 8292, c/o 
The Electrical Review. 
LECTRICITY Supply Engineer, aged 37, A.M.I.E.E., 
eleven years with large progressive company, see! 
post where extensive experience in senior administration 
of self-contained undertaking can be fully employed. 
Mains, substations, sales and contracting. Minimum 
salary £600 p.a.—Box 8257, c/o The Electrical Review. 
ENGINEER. A.M.I.E.E., desires appointment where 
initiative and organising ability would be useful. 
Many years’ experience in executive positions with 
mechanical, electrical and constructional undertakings. 
—— references.—Box 8277, c/o The Electrical 
eview. 
NGINEER, 45, university degree, requires post as 
chief of maintenance or managerial position in 
London area for mid-November. First-class technician 
with wide experience in factory layouts, planning, modern 
development.—Box 8303, c/o The Electrical Review. 
XPERIENCED Showroom Manager (38), conversant 
with installations, wages, etc., exempt itary 
service, desires post with Dossibilities Full 
particulars to—H. H., 21, Westwood H S.E.26. 8291 
AINS Engineer, ting m: 
W./B. “Charge’’ aim /book- 
abstract, age 44, Thigh school cdncation. 
go anywhere, own car, at liberty two weeks. Knowledge 
of contract lighting and beam approach. Interview own 
expense “‘ against engagement.”—Box 8248, c/o The 
Electrical Review. 


APPOINTMENTS FILLED 


Dissatisfaction having been so often expressed that un 
successful applicants are left in ignoeance. of the fact that 
the position applied for has been filled, may we — 
that Advertisers notify us to that effect when they 
arrived at a decision. _We will then insert a notice free 
of charge under this heading. 


FOR SALE 


Number of Transformers, oil-cooled, primary, 2,000/ 
2,200, secondary rT from 2-150 kVA, from 
change-over.—Box 2685, c/o The Electrical Review. 
.C. and D.C. House Service Meters, all sizes, quarterly 
and prepayment, reconditioned. guaranteed one year. 
Repairs and recalibrations.—The Victa Electrical Co., 47, 
—. High Street, 8.W.11. Tel. Battersea 0780. 19 
. and D.C. Motors, all sizes, large stocks, fully 
guaranteed.—Milo Engineering Works, Milo Road, 
East Bulwich, §.E.22. (Forest Hill 4422). 8080 
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Metro-Vickers Slip-ring Motor, 960 revs., 
hase, 50 cycles, 365 volts, with Ellison 
Circuit and ammeter. 
50-h.p. Squirrel Cage Parkinson Motor, 3-phase, 400 
50 cycles, 580 r.p.m., Slide Rails and Circuit 
Breaker. 
150-h.p., 3-phase, 350-volts, 50-cycles, _600-revs. 
ee Type Slip-ring Motor, two-bearing, Crompton 
0 50-h.p. NEW G.E.C. Squirrel re Motors, 3-phase, 
400/20 voile, 50 cycles, at 1,450 r.p. 
45-h.p., 3-phase, 400-volt, So-ayele Squirrel Cage 
Motor, at 700 r.p.m. 
1 New Crompton Parkinson, 25-h.p., 400 / 440- 
volt, 50-cycle Motor, at 950 r.p.m., Squirrel Cage 
1 New Verity 10-h.p. Slip-ring Motor, Syhesee ‘400/ 440 
volts, 50 cycles, at 1,450 r.p.m. 
1 34-h.p., 500-volt, 3-phase, 50-cycle, 417-rev. Brush 
Electrical make, Enclosed Ventilated Slip-ring Motor. 
1 20-h.p.,. 3-phase, 400-volt, 50-cycle, 700 r.p.m. 
— Case Motor, Wright and Wood make. 
114-h.p., 500-volt, 750-r.p.m. a wound Motor, 
Mavor and Coulson make, three bearin 
1 75-h.p. L.D. & M. make, 500-volt, 500-T.p.m. Shunt- 
wound Motor. 
1 18-h.p., 240/960-r.p.m., 440-volt Variable Speed 
Motor, Metro-Vickers make. 


THOS. W. WARD LTD., 
Albion Works, Sheffield. 


GEORGE COHEN, SONS & CO., LTD. 


SUPPLIERS OF SECONDHAND 
GUARANTEED ELECTRICAL 
PLANT. 


SHOWROOMS AT: WOOD LANE, 
LONDON, W.12. 
Telephone: Shepherds Bush 2070. 


STANNINGLEY, NEAR LEEDS. 


Telephone: Pudsey 2241. 
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MOTOR GENERATOR SETS 


Brees to customers’ requirements of available new and 
used plant, many in stock at Wembley—inspection 
invited. Please send us your enquiries—we can help you 
to save time. 
OVER A THOUSAND MACHINES ALWAYS IN 
STOCK. 


DYNAMO & MOTOR REPAIRS, LTD., 
Wembley Park, Middlesex. 
Telephone: Wembley 3121 (4 lines). 


Also at Phenix Works, Belgrave Terrace, Soho, 
Birmingham. 
Phone: Northern 0898. 


WATER TUBE BOILERS IN STOCK 


One 35,000 . evaporation, = Ibs. W.P. 


300 


We instal complete, including cee, 
Pumps, Piping Valves, Generating Sets 
stock. Please send us your enquiries; we can give 
immediate delivery. 
BURFORD, TAYLOR & CO., LTD., 
Boiler Specialists, Middlesbrough. 
Telephone, Middlesbrough 2622. 


ELECTRIC MOTORS & DYNAMOS 


E hold one of iy these stocks of New and Second- 


hand Motors. mdhand machines are th 
overhauled. Inspection and tests can be 
Works. 
For Sale or Hire. Send your enquiries to:— 
BRITANNIA MANUFACTURING CO., LTD., 
22-23 BRITANNIA STREET. 
CITY ROAD, LONDON, N.1. 
Telephone: 5512-3 Clerkenwell. 


400-VOLTS, 3-PHASE, 50-CYCLES SWITCHGEAR BY 
ENGLISH ELECTRIC CO. 


4 Panel Ironclad Industrial Oil Immersed Switchboard, 
totally enclosed, comprising :— 
1 x 1,000-amp. Switch Cubicle. 
x  500-amp. ” ” 
Stands. 
-amp. 
Stands 


Draw-out type, SXA on 
SXD on 


‘Complete with Busbars. 
1 x 500-amp. Switch Cubicle, Draw-out type, SXA 
1 x 500-amp. ” 
MIDLAND COUNTIES ELECTRICAL 
ENGINEERING CO., LTD., 
GRICE STREET, WEST BROMWICH. 


CITY OF SALFORD 


(TENDERS are invited by first post Thursday, November > 


19th, for the purchase of several secondhand motors 
and starters. Some suitable for 220 and 440-volt direct 
current, some for 440-volt, 2-phase, 50-period alternating 
current, and others for 200 and 460-volt, single-phase, 
50-period alternating current supply. 
Tender form, giving full particulars, from the City 
‘lectrical Engineer, Frederick Road, Salford, 6, Lancs. 


H. H. TOMSON, Town Clerk. 
. 2681 


DYNAMIC BALANCING MACHINES 


PRODUCTION type, in four sizes, accommodating 
rotors weighing from a few ounces up to about 
5 ewt. Also portable dynamic balancing equipments for 
shop use or on site. 


GIESLER LTD., RIVER PLACE, ESSEX ROAD, 
LONDON, N.1. 
2626 


A.C. ELECTRIC MOTORS 
400 v., 3-pha., 50 cycles. 
200 h.p., 485 revs., S.R., Mather & . 3 bearing type. 
100 Brush Ek 


All complete ‘with Ellison Stating Gear. 


GREENHALGH BROS., 


Burton’s Field Mill, Atherton. Phone 117. 
2687 


.C. Motors, 4 h.p. to 4 h.p., 400/3/50, new, imme- 
diate delivery.—W. Sugden & Co., Ltd., Glenny 
Road, Barking. 2601 
PY . Set, 10 kW, 400/3/50 or 230/1/50, on bed, 
cold start engine, fully tested.—‘* 

Wembley, Middlesex. 684 
A FRIAL Cables, all sizes quoted for; good 
against Government contract numbers.—Edwardes 
Bros., 20, Blackfriars Road, London, 8.E.1. 8308 


A 
26 : 
One 12.000_.. 
: 
our - 
13 
44 
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A®Y type of Motor- or Engine-driven Generating Set, 
fully guaranteed, at short notice, from—‘* Gerber 
Power Units,’” Wembley, Middlesex. 2683 
Bt English Cables, all standard sizes 1/.044 up to 
127/.103, good deliveries against Government_con- 
tract “Edwardes Bros., 20, Blackfriars Road. 
London, S.E,1. 8309 
RIDGE “Megger, constant voltage 500, 40 megs, 
Admiralty pattern (less 1-9999 ohms resistance). 
—s ordinary megger.—Box 8281, c/o The Electrical 
evi 


ONDUIT and Conduit Fittings. For prompt mat 


phone—Piggott, Sydenham 5035. 
FROMPTON Parkinson Motors: 1 50 h. p., 715 r.p.m., 
415 volts, 3-phase, 50 cycles, slip-ring protected ; 
2 20 h.p., Klosd type, 720 r.p.m., 415 volts, 3-phase, 
50 cycles, ‘slip-ring—Tomlins Limited, High Street, 
Tunstall, Stoke-on-Trent. 266 
.C. Motors, 1 h.p. to 100 h.p., 440/3,500 volts, with 
starters, immediate — ~w. H. Sugden & Co., 
a. Glenny Road, Bar 2603 
LECTRIC Cooker, old type, for disposal; 
oven 15” x 15” xX 134”, with hot-cupboard on 
top. plates and grill at side, all on stand 
30” high. What offers?—‘* Beechwood,’’ 
North: Park, Cross. 2672 
— R Electrical Slide Rule, seventy shillings, almost 
nused.—Box rig of o The Electrical Review. 
ERRANTI and C. D.C. House Service Meters, 
reconditioned ar ate 5, 10 and 2 
quarterly and prepayment.—Kippax Bros., Boot Street, 
Burnley. Tel. 33 
— Cords and Cables of all sizes and types 
supplied from stock. State requirements.—Box 8171, 
c/ ed ectrical Review. 
R Sale, Dynamo by Thomas Parker Ltd., Wolver- 
ge ton, 105 v., 80 amps., 840 revs. —Box 8298, 
c/o The Electrical Review 
OR Sale, one Scott: Connected Transformer, input 150 
kVA, 400 volts, 3-phase, 50 cycles, output 400 volts, 
1-phase. — Anglardia Limited, Adelphi Iron Works, 
Salford, 3. 2670 
OR Sale, several tons of Rubber Scrap Cable, including 
lead-sheathed.—Box 8299, c/o The Electrical Review. 
OR Sale, Standby Set, Ricardo petrol, direct. coupled, 
55 kW, 220 v. D.C.; Bradford crude oil, 3 kW, 
220 v. D.C.; and many others.—Fyfe, Wilson & Co. =. 
Bishop's Stortford. 
ARGE quantity 16mm. and 1imm. solid and aaa 
Arc Lamp Carbons, cheap.—Edwardes Bros., 20, 
Blackfriars Road, London "8310 
ARGE quantity 110-volt, 20-w., ring make M.F. 
Lamps, B.C., cheap.—Edwardes Bros., 20, —-. 
friars Road, London, 8.E.1. 
EAD-covered and Armoured Cables, P.I. and V. Th 
various special lines at low prices.—Edwardes Bros., 
20, Blackfriars Road, London, S.E.1. 8312 
OTOR Generator Sets and peg sizes and 
voltages from 4 kW up to 500 k in stock.— 
Britannia Manufacturing Co., “8 / 26, Walk, 
Road, N.1. “Telephone, Clerkenwell 


EPLATES, Engraving, Diesinking, Steel 
punches.—Stilwell & Sons, Ltd., 153, Far Gosford 
Street, Coventry. 14 
EW Equipment at Makers’ Works. Two 150-kVA, 
6,300 / 440-v., 50-cycle delta-star connected 
outdoor Transformers, plus and minus H. " tappings and 
usual accessories, tested and packed; two 75-kVA, other- 
wise as above; two 150-B.H. 5 r.p.m., 440-v. drip- 
proof Slip-Ring Motors.—Box "2673, c/o The Electrical 
Review. 
Qr=E B.T.H. 6-panel draw-out truck type high tension 
Switchboard, comprising five outgoing feeder panels 
each with 300-amp., 6,600-volt, type ‘‘O,’’ form 
B.T.H. circuit breakers, with two overload releases, 
current transformers, ammeters reading 0/40 amps. and 
ammeter switches, and one mag | panel with 300-amp., 
11-kV, high rupturing capacity B.T.H. circuit breaker 
with two overload releases. Equipment available for 
immediate disposal, ex site. Price £230 loaded.—Newman 
Industries Limited, Yate, Bristol. 2634 
re 85-h.p. Squirrel Cage Motor by Crompton Parkin- 
son, 2,880 r.p.m., ball bearing, reconditioned, to 
suit power ‘supply 400 volts, 3-phase, 50 cycles.—Box 
2688, c/o The Electrical Review. 
PORCELAIN Insulators and Spindles, also Cleats, 
cheap.—Edwardes Bros., 20, Blackfriars Road, 
London, 8.E.1. 8313 
UANTITY C.I. Bells, 6” gong, 230 v. and 12 v. A.C. 
and D.C.—Box 8300, c/o The Electrical Review. 
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OTARY Converter, 125 kW, “ L.D.M.,’’ 6,000 v. 
A.C./230 v. D.C., 1,000 revs., with Switchgear.— 
Greenhalgh Bros., Burton’s Field Mill, Atherton, oo. 


OTARY Converters in stock, all sizes; enquiries 
—Universal Electrical, 221, City 
ond: 


E.C.1. 
INGLE-core V.I.R. Braided Flexible, heavy insulated, 
carry m amps., cheap.—Edwardes Bros., 20, Black- 
friars Road, London, S.E.1 1 
PECIAL Ofer Twin C.T.S. Cable, 300-yard 
lengths; also quantity 7/.044 and _7/.064 single 
—Edwardes Bros., 20, Blackfriars Road, 


STAPF Time Checking and Job Costing Time Recorders 
(all makes) for quick cash sale. Exceptional con- 
dition. _Write—Box 528, Smiths, 100, Fleet Street, 
London, E.C.4. 31 
TEAM and Diesel Sets, A.C., D.C., 3 to 900 kW; 
Kohler Sets; 124-kVA Set, 230/1/ 50 (oil).—E. Binns, 
156a, Falsgrave Road, Scarborough. 8302 
.R.S. Cables and Flexible to M.O.8. require- 
ments.—Edwardes Bros., 20, Blackfriars Road, 
London, 8.E.1 8316 
.R.S. Lead and other Cables and Flexibles, Instrument 
and Resistance Wires, Searchlights (sale or hire), 
surplus Lamp Bulbs, Carbon Rods, Ebonite, Fibre, 
Hightensite, Porcelain House-wiring and other Cleats, 
Ree's and Knobs, Mirrors, Lenses, etc.—London Electric 
Firm, Croydon 2674 
HREE 45h. p., 960-r.p.m., 400-volt, 3-phase, 50- 
cycles, ball-bearing slip-ring Motors by Flather, with 
Erskine Heap oil-immersed starting gear; one 10-h.p. ditto 
equipment. All installed new in 1938, ceased pen 1941. 
—— Yorkshire. Offers.—Box 2676, c/o The Electrical 


cycles, air-cooled indoor radial formers. One 
6,000/200/240 v., four 0007 v., and one 
000/200 v., all complete with lifting lugs and rollers.— 

om 2677, c/o The Electrical Review. 
Flex, 40/36 and other sizes, for sale-—Smith, 
72, London Road, Enfield. 8295 
13x” Lighting Set, comprised of 30-amp., 50/75-volt 
‘2 generator driven by 34-h.p. Lister Diesel engine, com- 
= with batteries, switchboard & tanks. Price £125.— 

Box 8301, c/o The Review 
tons of new condition V.I.R. Cable, 153/.072, 50-ft. 
lengths, 600 amp. 400-kW ‘“‘Allen”’ Turbo-Generating 
Set, 220/250 volt D.C. 250-kW Motor Generating boo 
6,600/3/50, output volt D.C.—8te 
ms 


Con- 
denser, 220 volts D.C.; 50-kW Steam Set, 440/220 volts; 
60-kW Allen Crude oun” Bet. 220 volts D.C.—Harry H. 
Gardam & Co., Ltd. Stain 30 

O Electric Motors, ‘Dynamos, Transformers, Con- 
.verters, etc., etc., at low prices.—S. C. Bilsby, 
A.M.LC.E., A.M.LE.E., Crosswell Road, Langley, near 
Birmingham. Phone, Broadwell 1359. 21 
1 500**% Bruce Peebles Motor Converter, 11/6.6 
’ __kV incoming, 500/550 volts D.C. output. 
Complete with all switch gear.—Newman Industries Ltd.. 
Yate, Bristol. 25 


ARTICLES WANTED 


GECONDHAND PLANT AND MACHINERY required 
at once. Please inform our nearest office. 


LONDON : Wood Lane, W.12. 

LEEDS: Works. 

BIRMINGHAM: 191, Corporation Street. 

Cobden Street, Pendleton. 
ASGOW : Cogan Street, Pollokshaws. 

Coborn Works, Tinsley. 

SWANSEA: Prince of Wales Dock. 

NEWCASTLE-ON-TYNE: 12, Grey Street. 

SOUTHAMPTON : Princes Street, Northam. 

BATH: Lower Bristol Road. 

BELFAST: Sydenham Road. 

REDRUTH: 25, Albany Road. 


GEORGE COHEN, SONS & CO., LTD. ° 
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ACCUMULATOR Plates (old) and lead Peroxide; as 

actual smelters we pay top price. Also old ecian 
batteries, transformers and whole installations purchased. 
—Elton, Levy & Co., Ltd., 18, St. Thomas Street, S.E.1. 
Hop 2825-6. 39 


‘ 
P 
: kW Belliss Steam Set and Condenser, 440/220 
‘ 
bes 
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LTERNATOR wanted, 150-200 kW, 400/3/50, 375 or 
427 revs., for coupling.—Box 2686, c/o The Elec- 
trical Review. 
LAEGE quantities of Lamps required, 15/100 watts, 
230/240 volts.—Box 8274, c/o The Electrical 
Review. 
fF RANSFORMERS made up to 10 kVA. Shrouded 
conduit entry, tank or open types. Quick delivery.— 
Woden Transformer Co., Thornley St., Wolverhampton. 11 
ANTED, Alternators, from 14 to 3 kW, any voltage, 
periodicity or condition.—Fyfe, Wilson & Co. Lt “= 
Bishop’s Stortford. 
WANTED. Generating Plant, 40 kW, Diesel 
480 volt D.C. Particulars and price to—J. F., Staffa 
Works, Staffa Road, E.10 2678 
WASTED. Rotary Converters, any size.—Universal, 
221, City Road, London, E.C.1. 22 
Daan 55-kW, 400-vo!t D.C. Motor with starter, 
p.m. approximately. —Fyfe, Wilson 
Ltd., Bishop’s Stortford. 691 


WORK WANTED AND OFFERED 


RMATURE Winding a speciality.—Kingsland Electric 
Service, 111, Clarence Rd., E.5. AMH. 4166. 8305 
yr Engineer with workshops at Banbury, 
Oxon., would like to contact manufacturers with sub- 
contracts to’ place for any of the following, small electric 
motor assembly, rewinds and reconditioning, panel wiring 
and switchboard assembly, servicing electric tools, ete.— 
Box 8279, c/o The Electrical Review. 
RACTIONAL H.P. Motor Repairs. Electric Tools, 
Vacuum Cleaners, Hair Dryers, etc., repaired, 
rewound and rebuilt by experts.—Walter Crane, Electrical 
Engineer, Greencoat House, Westgate, Wakefield. 8247 
PRINGS and Pressings. Very keen quotations given 
for large or small quantities. First-class work and 
prompt delivery guaranteed.—Mortimer Springs, 123, 
Willesden Lane, N.W.6. MAT. 7643. 8306 
2, 800 * ft. open span floor space available in West 
London for assembly, instruments, switch 
or mechanical gear, endurance testing; capacity also 
available for drillers, med. and heavy power saws.— 
Box 8296, c/o The Electrical Review. 


AGENCIES 


ANUFACTURERS’ Agents, covering the whole of 

i Great Britain and Colonies, are desirous of contact- 

ing manufacturers with a view to sole selling rights (either 

om or buying), post-war arrangements considered. 
—Box 23. c/o The Electrical Review. 

WITCHGEAR and Control Gear manufacturers require 

representatives on agency terms represent them 

in the following districts:—-Newcastle, Bristol, Cardiff, 

Sheffield. Fullest information possible required. — Box 

2658, c/o The Electrical Review. 
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MISCELLANEOUS 


D%. T disclose your plans. Produce blue prints and 
black line copies, etc., in your own office without 
glass frame, privately and economically. Arcoflex 
Copiers from 28 shillings. As supplied to H.M. Govern- 
ment. Priority permit not necessary. List for 2d. stamp. 
Boughton, 53, Kenley Road, Merton, — 
$.W.1 9. 2638 
ESLIE Dixon & Co.; and Electradix Radios. New 
address: 19, Broughton Street, Queenstown Road, 
Battersea, S.W.8. ‘Telephone, Macaulay 2159. Nearest 
Rly. Sta.: Queen’s Road, Battersea (S.R.). 1 
QTAFF Identity Passes that Embody the Photographs of 
employee, now being supplied to firms on Government 
contracts. Utility Installations. Forgery proof; Celluloid 
Encased; Inexpensive; any size staff; anywhere; distance 
no object. Write for particulars and specimens from— 
Miles & Kaye, Ltd., Pass Specialists, 9, Southampton 
. over 50 
2665 


Place, High Holborn, London, W.C.1 
years, 


EDUCATIONAL NOTICES 


LATEST A.M.1.E.E. RESULTS 


N the recent Examinations held by the Institution of 
Electrical Engineers 416 Candidates sat who had 

taken B.I.E.T. courses. Of these 397 were successful in 
passing the examinations. We believe this record of 397 
successes out of 416 entrants has never before been 
approached by any_ oral or correspondence tutorial 
organisation, and indicates the very high efficiency of 
ad — system of Technical Training which we have 
ai 

The B.I.E.T. tutorial organisation is waiting to assist 
you either with a short specialised course or complete 
training for a recognised examination. 

We have available a large full-time staff of ag ge 
while the efficiency of our extensive organisation is a 
byword among engineers. 


WE GUARANTEE—“ NO PASS—NO FEE” 


May we send a copy of ‘* ENGINEERING OPPOR- 
TUNITIES’ Containing a great deal of useful advice 
and detailed information on over 200 Home-Study Courses 
and examinations, this handbook is of very real value to 
the ambitious engineer. 

Our highly ae handbook will be sent FREE 

post free on req 


BRITISH INSTITUTE OF ENGINEERING 
TECHNOLOGY 
Established 1927—over 140,000 students. 


12, omeee House, 17, 18 & 19, Stratford Place, 
Oxford Street, London, W.1. 
8211 


Telephone : Temple Bar 0055 (3 lines) 
Telegrams : “ Arwelidite, Westcent, London’’ 


Surface, Semi-recessed and 


OUTSTANDING 


T.M.C.-HARWELL (SALES) LTD. 


BRITANNIA eer 233 SHAFTESBURY AVENUE 


The TEMCO’ SWITCH 


COMPLIES FULLY WITH B.S. MINIMUM 
REQUIREMENTS (B.S.816-1938) 


Flush types - 
VALUE 


Marketed by : 


DON. 9 W.C.2 


| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
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WANTS TO 
HANDLE IT! 


‘It’s one of those jobs bristling with difficulties, 
a job that it needs considerable courage to tackle 
at all. Never mind if the drawing has come 
back so often that it’s wearing thin, let us see 
it—and ifit can be stamped or pressed, we'll find 
a way of doing it. 

We make all sorts of small stampings and 
pressings to customers’ specifications—and we 
specialise in the overcoming of tough propositions. 


ASTON BIRMING 


ELECTRICAL REVIEW 


FOR TRAM é TROLLEY WORK 
FOR CABLE CONSTRUCTION € REPAIR 
FOR USE IN CHEMICAL FACTORIES 


P & B Insulating Tape retains 
its adhesiveness and offers 
permanent resistance to 
mechanical damage. It is proof 
against water and the fumes 
of acids and alkalis. Extensively 


INSULATING _ used for motor leads, trolley 


cables in mines. Supplied in 
rolls from 4” width upwards. 
Write for samples and prices. 


92 Meadow Mills, 
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poles, and wrapping machine 


THE RUBEROID CO. LTD. 
Stonehouse, Gloucestershire 


MANUFACTURING 


-——The right-up-to-date 


LIMIT 
SWITCH 
MAJOR & MINOR 
Write to: 

y DALYTE 
ELECTRICAL CO. 
Deco Engineering Works, 


ELECTRICAL ENGINEERS N. KENSINGTON, i 
LONDON, W.1I0 
LEGG (industries) LTD., WILLIAMSON ST., SSS Phone: Ladbroke 3066-7 \ 
7 
T 
Ico 
BOXES 
DISTRIBUTION BOXES 


Best quality, black bakelite, Terminal 
Blocks or Connectors. Used extensively 
for telephones, telegraphs, radio, bells, signals, 
relays, traffic signals, etc. 2, 3, 4, 5, 6, 8, 10 and 
12 way in Four Types. : : 
Fully illustrated descriptive Folder on application 

GRELCO Ltd., 91-93 Stanley Road, Teddington, Middx. 
Phone : Molesey 3000-! 


Cosmey (Sobs) Ltt, Duchy Wor. 


SOLID FILLED, POLE & DIVIDING BOXES as 
SUBSTATION & INDUSTRIAL PANELS | 


COSWAY DUDLEY 


\\ \ | is 
— 
~ 
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SECONDHAND MACHINERY 


for Work of National Importance 


THE LARGEST STOCKS IN BRITAIN 


GEORGE COHEN SONS & COMPANY, LTD. 


Wood Lane, London, W.12, & Stanningley, near Leeds 
Telephone: Shepherds Bush 2070 Telephone: Pudsey 2241 
Telegrams: Omniplant, Chisk, London Telegrams: Coborn, Leeds 


And at BIRMINGHAM, SHEFFIELD, GLASGOW, NEWCASTLE, 
SOUTHAMPTON, MANCHESTER, SWANSEA, BATH, BELFAST. REDRUTH, Etc. 


7 
Wifi. Y/Y. GF 
YiG':G G0 ZG: 
S SY 
YY fp 233 
| 
| 
| 
| 
| 
| 
| 
a 
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Motor - Driven 
Pump 
in unit construc- 
tion suitable for 
general Water 
Service 
Boosting low 
pressure supplies 
Pumping oils and 
chemicals 


RHODES, BRYDON & YOUATT LTD. 


OFFICE: 


Stockport «. STALET, England. 


GIRDEX 
modesty 


Our pre-war customers coined 
the phrase “You can depend on 
Girdex'’; our war-time customers 
(who _ include = our old 
friends) have adopted 

We really had very little to do 
with the to pro- 
vide a 
service in all Patter relating to 
presswork (from washer toa 


parts, welded components and 


what you will. It may be useful 
to remember it when planning 
your post-war production. 


PRESSWORK ano MACHINING 


GIRDEX ENGINEERING COMPANY LIMITED 
WESTON LANE, TYSELEY, BIRMINGHAM, I1 
Telephone : ACOcks Green 2205. Telegrams ; GIRDEXPRES 


BRAITHWAITE 


Pressed Steel 
Tanks 


BRAITHWAITE & CO. ENGINEERS, LTD. 
London Office (Temporary Address) : 

45 King’s House, Haymarket, London, S.W.|1 

Telephone: WHI 3993 Telegrams: Bromkirk-Phone 


FLEXIBLE - DURABLE - ECONOMICAL 
Write for booklet to Dept. 52 
SPARKLETTS LIMITED 
LONDON, N.18 


MEK-ELEK Engineering Ltd. 
17 Western Road, Mitcham, Surrey 


Sand CASTINGS 


FROM A FEW OUNCES 10 ONE TON 

IN ALL NON-FERROUS 
METALS INCLUDING 

HIGH TENSILE BRONZES 
AND ALUMINIUM 


CHILL- CAST ROOS AND tuses 


TRIONITE FOUNDRIES CLIFFE VALE - STOKE-ON-TRENT 
On Att GOV RNMENT 
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DESPITE CONTROLS 
AND RESTRICTIONS 


So many promi- 
nent firms and 
overnment 
Depts. are giving 
“Stormor 
MobileUnits 
priority in their 
plans for ensur- 
ing greater and 
efficient 
storage in the 
same area that 
the war-time 
progress of thi 
unequalled stor- 
age system has 
become a trium- 
phant march 
forward. 
One of the 
most impor- 
tantfacts 
emergin 
from the all-England coverage is that the system has proved 
admirable for such a great many varieties of storage, both 
light and heavy. 
In the map, Middlesex reveals an intense penetration largely 
due to specialised requirements for official departments. 
The sparseness in some areas is because they have only 
been covered in the last few months. 
Let us show you, without obligation, how we would Stormorize 
your storage. 


J. GLOVER & SONS LTD. 
43/51 Groton Road, London, S.W.18 
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Eighth edition 

of 

THE TELEPHONE 
HANDBOOK 


By Joseph Poole, A.M.I.E.E., Wh.Sc. Eighth 
edition of ‘“‘ The Practical Telephone Hand- 
book,” completely revised by N. V. Knight, 
B.Sc., A.M.LE.E., and W. Prickett. 

Written by specialists, this volume provides 
a technical groundwork in telephony, and 
enables the reader to understand the prin- 
ciples of the subject and to keep pace with 
the developments that have taken place in 
telephony. It is an essential work for those 
taking the examinations of the City and 
Guilds of London Institute. All the 
diagrams have been specially drawn on a 
detached contact basis, and the theoretical 
treatment in the Transmission section has 
been simplified. 25/- net. 

PITMAN’S TECHNICAL LIST 

Are you in doubt about the kind of book 
you think will help you most? You should 
send for Pitman’s Technical Catalogue. In 
it you will find books that provide the 
answers to numberless doubts and queries. 


PITMA Niinésway, 
SIR ISAAC PITMAN- & SONS LTD. 


McCLURE & WHITFIELD 


MERSEY DYNAMO WORKS, STOCKPORT 
Telephone : Telegrams : 
STOCKPORT 3653/4. ‘* MOTORS, STOCKPORT” 


D MOTORS 
ewe GENERATORS 


MACHINE 
TOOLS, 
etc. 


LIGHTING SETS 


for 
Ships’ Auxiliaries. 
g and Plating. 
M.G. Sets. 


HOGAN & WARDROP 


Fulwood House, Fulwood Place 
High Holborn, LONDON, W.C.I 


Telephone : Telegrams: 
HOLBORN 1594. “‘TRIBORD, PHONE, LONDON” 


PRODUCTS 


The Electric Elements C2 
Nottingham. 


| 
¢ | f 
| 
| 
| 
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Just as control is the secret of the 
successful billiards player, so central- 
ised control is the basis of factory 
efficiency. With ‘‘Record'’ Electric 
Measuring Instruments and Tacho- 
meters which can be conveniently 
grouped, you have at a glance an 
efficient check on the output and speed 
of your machinery. Write for Lists. 


MEASURING 
INSTRUMENTS 


ish Parents Nos 386083, 386995, 467616, 468679, 468744 lothers pending. Made in various ses as Ammeters, Volemeters or Tachometers, 
BARBER & COLMAN LTD., MARSLAND ROAD, BROOKLANDS THE RECORD ELECTRICAL: CO. LTD. 
MANCHESTER TEL. SALE 2277 (3 LINES) GRAMS. “BARCOL” SALE BROADHEATH . ALTRINCHAM . CHESHIRE 
"Phone : Altrincham 3221/2 "Grams: “* Infusion,’’ Altrincham 
LONDON EXPORT OFFICE: 28 Victoria Street. Westminster, S.W.1 


Makes 20 important tests, 100 to 750 

volts A.C. or D.C. Used everywhere by 

Power Companies, Electricians and Wire- 
men. From Wholesalers or direct. Please 

send for interesting leaflet “*Q 4.” 


RUNBAKEN:‘MANCHESTER:/ 


This Donovan 709 A.C. Starter pro s HED 
original form over twelve years ago is still the 
preferred type in hundreds of leading factories 
because of its simple and robust construction, 
as also its complete reliability. We can give 
prompt deliveries. Full details upon request. 


ANS 


= ee October 30, 1942 
CONTROL 
STANDARD 
: A AMACHINE 
SHAKEPROOF 
ETESTOSCOPE — 
RESISFANGE UNITS 
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"CONSOL' Shelters 
for KEY PERSONNEL 


ASK FOR 
LIST 


Send NOW for Taller CONSTRUCT ORS 


6-8 Rosebery ahticsnn sais TERminus 2525 TYBURN ROAD. BIRMINGHAM. 24. 


B wouroines 


Supplied in a large 


SWITCH HANDLES 
TERMINAL BLOCKS 
BUSHES - ETC. 


Moulds made in own Works, en- 
suring personal supervision of all 
work entrusted to us. 


e e 5 
Standard Lines on lication. ‘ | 
own designs or patterns. Extensive | as used in 
and Modern Factory. Electrical and other Power Installations, as he 

as a hundred-and-one other situations calling 
for a specialised material that is light, strong, 
resilient, tough and durable according to 
present-day scientific standards. Supplied in 
sheets, gaskets and mouldings. , 
Write for samples and particulars 


& STALBANS MOULDINGS KAUTEX (PLASTICS) LTD. 
LIMITED 

SANDOWN ROAD. WATFORD. ELSTREE WAY, ELSTREE, HERTS 

TELEPHONE: WATFORD 4494 Phene : ELStree 1777/8 


enginee™” ion 

d-lamPs. 
of your Har stallation 
ve sored out PY, mn excelle 
contracts nis Handa application” 
= | AW 
| 
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‘ } A 
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Index to Advertisers 


The fact that “goods made of raw materials in short 

supply owing to war conditions are advertised in this 

— os not be taken as an indication that 
hey are necessarily available for export 


A 

Atlas Co. Ltd 

Barber & Colman Ltd 

Benjamin Electric Ltd 

Berry’s Electric Ltd 

Birch, H. A., & Co. 

Birmetals Ltd 

Birmingham Aluminium Castings (1903) Ltd 
Braithwaite & Co. Engineers Ltd 
Britannia Batteries Ltd 

British Central Electrical Co. Ltd 
British Electric Transformer Co. Ltd 
British Insulated Cables Ltd 

British Klockner Switchgear Ltd 
British Power Transformer Co. Ltd 
British Thomson-Houston Co. Ltd. 
British Trane ses Ltd 

Brook Motors Ltd 

Brush Electrical Engineering Co. Ltd.: 
Burco 

Cable Makers’ Association 
Callender’s Cable & Construction Co. Ltd 
Canning, W., & Co. Ltd 

City Electrical Co 

Cohen, George, Sons & Co. Ltd 
Consolidated Pneumatic Tool Co. Ltd 
Constructors Ltd. 

Cosway (Sales) Ltd 


Crabtree, 


J. A., & Co. 


Croydon Co. Ltd 
Cryselco Ltd 

Dalyte Electrical Co 

Davis & Timmins Ltd 


Dennis, G. P., 

Desoutter Bros. Ltd 

Dorman & Smith d 

Dowler, F., & Son: 

Dowsing Co. (Electrical Manufacturers) Ltd 
Duratube & Wire Ltd 

Electric Construction Co. Ltd 

Electric Depot Ltd 

Electric Elements Co 

Ellison, George, Ltd 

English Electric Co. Ltd 

Erskine, Heap & Co. Ltd 

Fluxite Ltd 

Foster Transformers ¢ Switchgear Ltd 
General ye Co. Ltd 

Gent & Co. Ltd 

Gerber, J., & Co. Ltd 

Girdex Engineering Co. Ltd 

Glover, J., & Sons Ltd. 

Grelco’ Ltd 

Hart Accumulator Co. Ltd 

Heatrae 4 


Hedin td 

Henley’s, W. T., Telegraph Works Co. Ltd 
Hewittic Electric Co. Ltd 

Hildick & Hildick 

Insulators Ltd 

Johnson & Phillips Ltd 

Johnson, Matthey & Co. Ltd 

Kautex (Plastics) Ltd 

Legg (Industries) Ltd 

Litholite Insulators & St. Albans Mouldings Ltd. . 


(Continued on page 76) 


REGISTERED ZENITH TRADE-MARK 


TRANSFORMERS 
INDUCTANCES AND CHOKE COILS 


AIR-COOLED AND OIL-IMMERSED 
Let us quote for your requirements—small or large 


The ZENITH ELECTRIC CO. Ltd. 


Sole Makers of the well-known “Zenith” Electrical Products 


Zenith Works, Villiers Road, Willesden Green, London, N.W. 2 
Phone : Willesden 4087-8-9 Grams: Voltaohm, Phone, London 


= SWITCHBOARDS = 


UNIT, CUBICLE, OPEN, 
SKELETON TYPE 


SPECIFY 


DORMAN & SMITH LTD. 

Ordsal Electrical Wks., Manchester 5 

32 Queen Victoria St., "London, E.C.4 

135 Wellington Street, Glasgow, C.2 
at :- burg, ydney, 


| 
PAGE PAGE 
25 
72 
74 
68 
54 
55 
| 16 
|| 1 
35 
21 
56 
10 
55 
Cover i | 70 
71 
68 
= .. Cover iii | 60 
| 
| 
: | 
high 
SMITH 
ITH 


ELECTRICAL REVIEW (Supplement) 75 


CU-45 
MODEL 


CENTRE HEIGHT 50m/m 
SPINDLE BORE 10m/m 


Speed range 400 r.p.m. to 
6,000 r.p.m. for motorised model 


MANY ACCESSORIES 


MICRO-LATHES 


Entirely new constructions with outstanding 
improvements representing the modern conception of 


SMALL PRECISION BENCH LATHES 


of 50m/m Centre Height for : 
WATCH, CLOCK AND INSTRUMENT WORK 
Upon request, Test Chart with each Lathe 


PULTRA LTD., 24 GRAVEL LANE, SALFORD, MANCHESTER 
Telephone: BLA. 9181 


October 30, 1942 eer 
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Index to Advertisers 
(Continued from page 74) 


Londex Ltd 

London Electrical Co. Ltd 
London Platinum Screw Mfg. Co. Ltd 
Martindale Electric Co. Ltd 

McClure & Whitfield 

McGraw-Hill Publishing Co. Ltd 
M.C.L. & Repetition Ltd 

Meerloo, John, & Sons 

Mek-Elek Engineering Ltd 
Metafiltration Co. Ltd 
Metropolitan-Vickers Electrical Co. Ltd 
Micanite & Insulators Co. Ltd 
Newman Motors 

Parmiter, Hope & Sugden Ltd 
Parsons, C. E., Ltd 

Payne, P. P., & Sons Ltd 

Peerless Gold Leaf Co. Ltd 

Philips Lamps Ltd 

Pitman, Sir Isaac, & Sons Ltd 

Pope’s Electric Lamp Co. Ltd 

Pultra Ltd 


Rediffusion 

Reeves & Co. (Birmingham) Ltd 
Rhodes, Brydon & Youatt Ltd. 

Ross Courtney & Co. L 

Ruberoid Co. Ltd 

Runbaken Electrical Products 
Sanders, W., & Co. (Wednesbury) Ltd 
Sangamo Weston Ltd. 

Sax, Julius, & Co. Ltd 


Scholes, George H., & Co. Ltd 
Senior Economisers Ltd 
Simmonds & Stokes Ltd 
Sordoviso Switchgear Ltd 
Sparklets Ltd 

Standard Telephones & Cables Ltd 
Steatite & Porcelain Products Ltd 
Sterling Varnish Co. Ltd 
Stream-line Filters Ltd 

Sturtevant Engineering Co. Ltd 
Taylor & Petters Ltd 

Tenaplas Ltd 

Thermal Ltd 

Edward H., Lt 
T.M.C.-Harwell (Sales) Ltd 
Trionite Ltd 

Tullis Russell & Co. Ltd 

Tyne Truck & trrolley Co. Ltd 
Union Cable Co. Ltd 

Vent-Axia Ltd 

Veritys Ltd. 

Viscose Development Co. Ltd 
Ward & Goldstone Ltd: 

Wardle Engineering Co. Ltd 
West Insulating Co. Ltd 
Westminster Engineering Co. Ltd 
Yorkshire Switchgear & Engineering Co. Ltd 
Zenith Electric Co. Ltd 
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JOHN MEERLOO & SONS 
TA LONDON R® KINGSTON-ON-THAMES 
ON AIR MINISTRY APPROVED 


INDUSTRIAL LOCAL LIGHTING UNITS 


ELECTRIC DEPOT LTD., 114 PRITCHETT ST., B’HAM 


4 XONI4 


ELECTRICAL WJRE CO. LTD 
EREENWICH $.E.10 


*GRAMS “SAXONIST!’ LONDON @'PHONES GREENWICH 0463 & 1672 


HE HOUSE For 


1 
QUALITY AND SERVICE 


ESTABLISHED 1895 


Silk and Cotton covered Wires 
Copper Strands and Braids 
Non-rubber Flexibles 


16 
| ENGRAVING 
ALL ITS BRANCHES. 
‘Cover ii FOR 
70 | "LOW 
cover, | | VOLTAGE 
.27 & 39 SSS 
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For high breaking capacity— 


IRONCLAD 
DISTRIBUTION 
BOARDS 


PARMITER, HOPE & SUGDEN LTD. 


Longsight, Manchester, 12 
London : 34 Victoria Street, S.W.| 


REPAIRS | 
TO 
ELECTRIC 

HOT 
PLATES 


Many electricity authorities are now 
carrying out repairs to domestic and - 


Head Office : 
WALLSEND, NORTHUMBERLAND 


London Depot : 
12-14 OLD PYE ST., WESTMINSTER, 
LONDON, S.W.! 


other electric heating appliances in their 
THERM | YuDI I TD. own workshops. We are pleased to 


assist them in their ECONOMY 
WORK by the development of our 


FUSED MAGNESIA CEMENT 


M.60.C. for embedding heating 
eléments. It has a high resistance with 
high thermal conductivity and has been 
favourably reported on in practice. 


ERO x a 
UN 
: 
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BRASS SCREWS 


(0-10 B.A. Metal Thread Die Cut) — 


Various Heads, Sizes and 
Lengths are still available 
for immediate delivery 


from :— 


AVIS & TIMMINS P 


BROOK ROAD, WOOD GREEN, LONDON, N.22. 
Telephone: Bowes Park 1136 


DENNIS SWITCHGEAR 


Ironclad Industrial and Cubicle 
Switchboards, Substation Equipment 
and Feeder Pillars, Switches, Switch- 


si ENAMELLED PLATES 
Enquiries are invited by the 


Empire’s largest engravers for— 


ENGRAVED BRASS, CAST BRASS AND ALUMINIUM, fuses, Distribution Boards, Re-wirable 
ENAMELLED BRONZE AND CHEMICALLY and H.R.C. Cartridge Fuses 
ENGRAVED PLATES of all types in all languages 
Samples and quotations for large or small quantities G ” P + D F- N N is LTD. 
Ph ite. 
ST. MICHAEL’S STREET, CHESTER 


London Office : 66 Victoria Street, London, S.W.1 
Telephone : Victoria 6565/6 


LONDEX for RELAYS 


Telephone EDWARD H.THEW L'? 
20221 11,DEAM STREET NEWCASTLE-ON-TYNE 
25 AMP. TRIPLE-POLE 


ON-OFF SWITCH 


RELAY LQA 


approved 
and passed 
by the 
LIMIT SWITCHES G. P, O. 
“Ask for Leaflet 
OVERLOADS| | SPN/ER 


British Klockner Switchgear Ltd. L Ow OER - tT 8 


Chertsey, Surrey. Phone : Chertsey 2221/2. MANUFACTURERS OF RELAYS 


Printed in Great Britain at THE CHAPEL RIVER PRESS, Andover, Hants, and published by ELECTRICAL REVIEW 7 
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